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a large army.   His administration of the affairs of his Depart-ment is also objectionable.         ^ g G;RANTj
From General Butler to Colonel Townsend
Head Qrs , Jan'y. 4th, 1865, 8.15 P.M.
TELEGRAM in relation to exchange correspondence received. It shall be forwarded as soon as copied. The recent correspondence has been between Gen. Grant and Gen. Lee, and of this I have no copies. I do not know how far correspondence has been published. To what date shall I go back?
BENJ. F. BUTLER, M aj. Gen'l. Comd'g.
From General Grant
Head Quarters Armies of the United States. CITY POINT, VA., January Bih, 1865
Maj. Gen. B. F. BUTLER, Comd'g. Dept. Va. and N. Carolina GENERAL:   The  following  communication has  just  been
received by telegraph:
WASHINGTON, 12 50 Jan'y Bth, 1865 Lt. Gen. GRANT
TEE Secretary of War desires you to forward as soon as convenient copies of correspondence conducted by yourself on the subject of the following resolution of the House of Representatives, "Resolved that if not incompatible with the public interest, all communications in reference to the exchange of prisoners not heretofore published be communicated to this House by the Secretary of War."
E. D. TOWNBHND, A. A. 0
You will please forward to these Headquarters, at the earliest possible moment, all communications between yourself as Agent of Exchange, and Judge Ould, Agent on the part of the Confederacy, on the subject of exchange of prisoners, and especially in all matters touching the same referred to you from these Headquarters.
By command of Lieut. General Grant,
JNO. A. RAWLINS, Brig. Gen. & Chief of Staff
From General Butler
Office Commissioner of Exchange, Jan. IQth, 1865 [Not in chronological order]
Hon. Sec. of War
IN obedience to the telegram, I have the honor to transmit herewith copies of all the correspondence that remains in the office of the Commissioner of Exchange of Prisoners relating-to that subject.
Action having been taken thereon by the Secretary of the Navy, by the Lieutenant General, by General Hitchcock,.